(/) iSta 


CERTIFIED TESTING 
LABORATORY 





This recognizes that the company listed below is a Certified Testing 
Laboratory member of the International Safe Transit Association (ISTA). 


Member ID: 1942 Valid through: September 1, 2023 


Location: Mason, OH, United States 


Stress Engineering Services, Inc. 








A.J. Gruber Eric Hiser 
ISTA President ISTA Vice President - Technical 
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